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withdraw, the problem will be different.   Then will be
the time to examine it."
M. Daladier gave in.   A few days later he said to me :
" I was wrong. I ought not to have entered this Govern-
ment. I was tired, worn out, 1 allowed myself to be
persuaded. Then I ought to have left it on the evening of
its presentation before the Chamber. I must get out of
it at the first opportunity."
So it needed exceptional actions to prevent M. Reynauci
being obliged to resign. The mere raising of M. Daladier*s
finger would have sufficed to make the new Ministry no
more than a shadow. Still, despite obvious blunders,
M. Paul Reynaud did not at that moment deserve such a
fate. He had not- yet put his fortunes to the test. To
many people he appeared as a hope and a promise. He
was not yet a disappointment. No one could tell that
through the treachery of his own collaborators and
intimates rather than as a result of his personal short-
comings he would be a public misfortune.